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XNBJECT: REQUEST FOR INFORMATION ON US VOLUNTARY AGENCY 

1. AMBASSADOR HAS RECEIVED LETTER DATED MAY 30 FROM 
VERA KAY OF VERA KAY ASSOCIATES, 241 EAST 76TH STREET, 

NEW YORK CITY 10021, ADVISING THAT ONE OF THOSE 
ASSOCIATES, MR. RALPH FLORIO, IS COMING TO BANGLADESH 
IN NZBR FUTURE TO PRESENT ORTHOPEDIC AIDS TO PROPOSED 
NEW ORTHOPEDIC HOSPITAL FOR DISABLED FREEDOM FIGHTERS. 

MR. FLORIO IS DESCRIBED AS DIRECTOR OF NATIONAL 
ORTHOTIC AND PROSTHETIC RESEARCH INSTITUTE: ADDRESS 
NOT GIVEN. LETTER REQUESTS THE AMBASSADOR OFFICIATE 
AT PRESENTATION. 

2. DR. ROSWELL GARST, DIRECTOR, SHER-E-BANGLA 
HOSPITAL, CONFIRMS THAT 400-BED ORTHOPEDIC HOSPITAL 
PROJECT MOVING FORWARD WITH HARD-CURRENCY FINANCING 

FROM VARIOUS INTERNATIONAL VOLAGS AND LOCAL-CURRENCY FINANCING 
FROM BANGLADESH GOVERNMENT. HOSPITAL ORGANIZATION 
HAS ADVERTISED FOR CONTRIBUTIONS, AND A NUMBER OF 
ESTABLISHED AGENCIES HAVE RESPONDED, INCLUDING MEDICO, 

GARST, HOWEVER, HAD NOT HEARD OF VERA KAY, FLORIO OR 

LATTER'S RESEARCH INSTITUTE. 
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3. WOULD APPRECIATE BACKGROUND INFORMATION ON FOREGOING 
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